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ORIGIN HEW-01 

INFO OCT-01 EA-07 ISO-OO SCI-03 RSC-01 /013 R 
66616 

DRAFTED BY DHEW/FDA/JRWEINROTH, M.D. 

APPROVED BY SCI/SA - MSBEAUBIEN 

DHEW/OIH/MACODDING 

EA/J - WPIEZ (INFO) 

029894 

R072118Z OCT 74 
FM SECSTATE WASHDC 
TO AMEMBASSY TOKYO 

UNCLAS STATE 220787 

E.O. 11652: N/A 

TAGS: OTRA, OGEN, TBIO, JA 

SUBJECT: FDA ENGINEERS VISIT TO JAPAN: CONTROL OF RADIATION 
FROM MICROWAVE OVERNS 

REFERENCE: TOKYO 12626 STATE 206859 TOKYO 11801 TOKYO 10924 
STATE 199698 

1. AS STATED IN STATE 199698, FDA REITERATES THAT ENGINEERS 
ARE MESSRS. EARL W. ROBINSON , CHIEF, CONSUMER INDUSTRIAL 
PRODUCTS BRANCH, AND ALBERT VAN DE GRIEK, CONSUMER SAFETY 
OFFICER, BUREAU OF RADIOLOGICAL HEALTH. 

2. EMBASSY 
O 

NOT NEED TO MAKE HOTEL OR TRAVEL ARRANGEMENTS. 

3. FDA ENGINEERS ARRIVING ON OCTOBER 22. PAN AMERICAN FLIGHT 
L, 1545. TRANSPORTATION TO HOTEL NOT REQUIRED. 

KISSINGER 
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